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USUAL RESIDENTS PROFILE EXPLANATORY NOTES 


INTRODUCTION 


GLOSSARY 
Employed full-time/ 
part-time 


1. The Usual Residents Profile differs from other Census Community Employed full-time/ 
Profiles in that it provides data based on where people 'usually' live or part-time (cont'd) 
their 'usual address' rather than where they were counted on Census 
night. 

Nfd 


2. 'Usual' address is that address at which the person lived or intended 

to live for a total of 6 months or more in 2001. Postcode of 
Usual Residence 

3. This profile provides 28 tables based on Usual Residents of Statistical 

Local Areas (SLAs) and aggregates of SLAs and is available for the following 

geographic levels: SLA, LGA, SSD, SD, S. Dist., Postcode of Usual 

Residence, State and Australia. 


4. Information was collected from the 2001 Census of Population and 

Housing. Social Marital 
Status 

5. Each table title in the Usual Residents Profile consists of two 

parts. The first part lists the variables used in the table. The second 

part describes the table population. 


6. A glossary of terms and concepts used in the Usual Residents 
Profile appears below. 
Table Population 
7. For more information on classifications and Census concepts, see 
the 2001 Census Dictionary (Cat. No. 2901.0). 


8. Employed full-time means that the person worked 35 hours or more 

in all jobs held during the week prior to Census night. Employed part-time 
means that the person worked less than 35 hours in all jobs during the 
week prior to Census night. 


9. For Census purposes, people who stated they were employed, but 
worked zero hours in the week prior to Census night have been coded 
to 'employed part-time’. 


10. Nfd means 'not further defined’. 


11. POCUCP is derived from the postcode of usual residence as reported by 
the respondent in answer to question 7 on the Population Census form. 
POCUCP comprises all Australia Post postcodes (except secondary 
postcodes) valid at the time of the Population Census plus several codes 
used to classify uncodeable responses. The total of the States and Territories 
does not add up to the Australian total because some postcodes cross State 
borders. Some postcodes may be counted in more than one state. 


12. Social Marital Status is the relationship status of an individual with 
reference to another person who is usually resident in the household. A 
marriage exists when the two people live together as husband and wife, 
or partners, regardless of whether the marriage is formalised through 
registration. In the 2001 Census, where information about same-sex 
couples is volunteered in the relationship question, it is included 

in the family coding and classified as a partner in a de facto marriage. 


13. Table population is a description of what the table is counting. For 
example, tables containing marital status usually have a table population 
of persons aged 15 years and over. The population appears under the table title. 


USUAL RESIDENTS PROFILE EXPLANATORY NOTE S (cont'd) 


DATA QUALITY 


Partial non-response 


Processing error 


Random adjustment 


Respondent error 


14. For further information on the data quality of Indigenous census data, see Population Undercount 
Distribution, Aboriginal and Torres Strait Islander Australians (Cat. No. 4705.0). This 

publication presents counts for Aboriginal and Torres Strait Islander Australians from th 

2001 Census for Indigenous geographic areas, accompanied by information on data 

quality to help interpret the data. Population estimates of the Indigenous population baBed 

on the 2001 Census are also included. For comprehensive information on the quality of 

Indigenous census data, see Population Issues, Aboriginal and Torres Strait Islander 

Australians (Cat. No. 4708.0). 


15. The Census is subject to a number of inaccuracies resulting from 
errors by respondents or mistakes in collection or processing of the data. 
Some of these are overcome or 'repaired' by careful processing 
procedures and quality management of the processing itself. The 

effect of those that remain is generally slight, although it may be more 
important for small groups in the population. The main kinds 

of error to keep in mind are: 


16. In some cases where an answer was not provided to a question 
an answer was imputed or derived (often from other information on 
the form). In other cases a 'not stated' code was allocated. 


17. While such errors can occur in any processing system, quality 
management is used to continuously improve the quality of processed 
data, and to identify and correct data of unacceptable quality. 


18. Cells containing small values are randomly adjusted to avoid 
releasing information about particular individuals, families or households. 
The effect of random adjustment is statistically insignificant. 


19. Processing procedures cannot detect or repair all errors made 
by persons in completing the form, therefore some may remain in final data. 


20. Although the Census aims to count each person once, there are 
some people who are missed and others who are counted more than 
once. A post enumeration survey is conducted soon after the Census 
to measure the undercount. 


21. Further information on data quality will be provided progressively ir 
Census Update and in the 2001 Census fact sheets and working papers. 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U01 SELECTED CHARACTERISTICS 


Persons 

Males Females Persons 
Total persons 52,702 54,143 106,845 
Counted at home 50,646 52,280 102,926 
Aged 15 years and over 39,318 41,430 80,748 
Aged 65 years and over 6,577 6,922 13,499 
Born in Australia 42,221 43,211 85,432 
Born overseas(a) 8,011 8,428 16,439 
Speaks English only 49,156 50,105 99,261 
Speaks other language(b) 1,649 2,038 3,687 
Australian citizen 47,704 48,798 96,502 
Australian citizen aged 18 years and over 32,991 34,933 67,924 
Employed(c) 22,196 17,710 39,906 
Unemployed(c) 2,770 2,036 4,806 
Not in the labour force(c) 13,147 20,233 33,380 


(a) Includes 'Inadequately described’, 'At sea’, and 'Not elsewhere classified’. 
(b) Includes 'Non-verbal so described' and 'Inadequately described’. 
(c) Applicable to persons aged 15 years and over. 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U02 STATE OF USUAL RESIDENCE 1 YEAR AGO(a) BY SEX 
Persons aged 1 year and over 


Same usual address 1 year ago as in 2001 
Different usual address 1 year ago: 
Same Statistical Local Area 
Different Statistical Local Area in: 
New South Wales 
Victoria 
Queensland 
South Australia 
Western Australia 
Tasmania 
Northern Territory 
Australian Capital Territory 
Other Territories 
Total 
Overseas 
Not stated(b) 
Total 
Not stated(c) 
Persons not usually resident in the SLA of enumeration 


Total 


(a) All categories except ‘persons not usually resident in the SLA of enumeration’ comprise persons who were usually resident on 


Census night in the SLA of enumeration. 


(b) Includes persons who stated that they were usually resident at a different address 1 year ago but did not state that address. 
(c) Includes persons who did not state whether they were usually resident at a different address 1 year ago. 


Males 
39,298 
2,642 


506 
181 
5,571 
87 

41 

52 

46 

26 

0 
6,510 
267 
132 
9,551 
1,314 
1,785 


51,948 


Females 
40,120 
2,885 


549 
195 
5,886 
83 

34 

55 

56 

40 

0 
6,898 
319 
130 
10,232 
1,465 
1,625 


53,442 


Persons 
79,418 
5,527 


1,055 
376 
11,457 
170 
75 
107 
102 
66 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U03 STATE OF USUAL RESIDENCE 5 YEARS AGO(a) BY SEX 
Persons aged 5 years and over 


Males 


Persons 


Females 


Same usual address 5 years ago as in 2001 
Different usual address 5 years ago: 
Same Statistical Local Area 
Different Statistical Local Area in: 
New South Wales 
Victoria 
Queensland 
South Australia 
Western Australia 
Tasmania 
Northern Territory 
Australian Capital Territory 
Other Territories 
Total 
Overseas 
Not stated(b) 
Total 
Not stated(c) 
Persons not usually resident in the SLA of enumeration 


Total 


(a) All categories except ‘persons not usually resident in the SLA of enumeration’ comprise persons who were usually resident on 


Census night in the SLA of enumeration. 


(b) Includes persons who stated that they were usually resident at a different address 5 years ago but did not state that address. 
(c) Includes persons who did not state whether they were usually resident at a different address 5 years ago. 


23,488 
4,310 


1,730 
640 
13,080 
182 
147 
121 
152 
116 

0 
16,168 
991 
331 
21,800 
1,627 
1,739 


48,654 


23,579 
4,590 


1,832 
710 
14,037 
198 
153 
127 
188 
124 

3 
17,372 
1,095 
355 
23,412 
1,680 
1,563 


50,234 


47,067 
8,900 


3,562 
1,350 
27,117 
380 
300 
248 
340 
240 

3 
33,540 
2,086 
686 
45,212 
3,307 
3,302 


98,888 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U04 AGE BY SEX 


Persons 

Males Females Persons Males Females Persons Males Females Persons 
0 years 754 701 1,455 30 685 796 1,481 60 483 494 977 
1 781 719 1,500 31 609 719 1,328 61 499 497 996 
2 812 782 1,594 32 660 771 1,431 62 514 509 1,023 
3 844 868 1,712 33 640 762 1,402 63 444 465 909 
4 855 839 1,694 34 693 806 1,499 64 481 458 939 
0-4 4,046 3,909 7,955 30-34 3,287 3,854 7,141 60-64 2,421 2,423 4,844 
5 920 949 1,869 35 702 826 1,528 65 440 473 913 
6 925 852 1,777 36 718 778 1,496 66 452 416 868 
7 936 870 1,806 37 778 844 1,622 67 406 424 830 
8 1,031 896 1,927 38 751 869 1,620 68 374 404 778 
9 969 942 1,911 39 776 905 1,681 69 401 392 793 
5-9 4,781 4,509 9,290 35-39 3,725 4,222 7,947 65-69 2,073 2,109 4,182 
10 965 913 1,878 40 811 898 1,709 70 468 417 885 
11 929 871 1,800 41 807 823 1,630 71 377 387 764 
12 907 817 1,724 42 757 814 1,571 72 394 359 753 
13 873 867 1,740 43 702 787 1,489 73 370 377 747 
14 883 827 1,710 44 730 733 1,463 74 356 327 683 
10-14 4,557 4,295 8,852 40-44 3,807 4,055 7,862 70-74 1,965 1,867 3,832 
15 891 879 1,770 45 734 759 1,493 75 327 294 621 
16 870 799 1,669 46 704 772 1,476 76 302 300 602 
17 813 758 1,571 47 720 761 1,481 77 269 269 538 
18 765 735 1,500 48 710 784 1,494 78 288 250 538 
19 686 659 1,345 49 715 700 1,415 79 216 257 473 
15-19 4,025 3,830 7,855 45-49 3,583 3,776 7,359 75-79 1,402 1,370 2,772 
20 627 606 1,233 50 726 689 1,415 80-84 718 891 1,609 
21 598 606 1,204 51 619 702 1,321 85-89 309 489 798 
22 560 504 1,064 52 712 665 1,377 90-94 93 161 254 
23 505 521 1,026 53 686 627 1,313 95-99 14 27 41 
24 462 520 982 54 697 762 1,459 100 years and over 3 8 11 
20-24 2,752 2,757 5,509 50-54 3,440 3,445 6,885 
25 490 530 1,020 55 627 611 1,238 Total 52,702 54,143 106,845 
26 530 630 1,160 56 613 603 1,216 
27 533 660 1,193 57 586 610 1,196 
28 592 654 1,246 58 509 595 1,104 
29 664 707 1,371 59 557 546 1,103 


25-29 2,809 3,181 5,990 55-59 2,892 2,965 5,857 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U05 INDIGENOUS STATUS BY AGE BY SEX (1 of 2) 


Persons 
Indigenous 
Both Aboriginal and Non- 
Aboriginal Torres Strait Islander Torres Strait Islander Total Indigenous Not stated Total 
MALES 
0-4 years 27 10 8 145 3,730 171 4,046 
5-9 years 167 8 12 187 4,471 123 4,781 
10-14 years 148 7 13 168 4,277 112 4,557 
15-19 years 84 6 9 99 3,821 105 4,025 
20-24 years 40 9 3 52 2,617 84 2,753 
25-29 years 49 7 5 61 2,661 87 2,809 
30-34 years 61 4 3 68 3,119 101 3,288 
35-39 years 56 3 5 64 3,562 101 3,727 
40-44 years 44 0 3 47 3,670 88 3,805 
45-49 years 28 5 0 33 3,461 89 3,583 
50-54 years 31 0 3 34 3,335 72 3,441 
55-59 years 10 0 0 10 2,814 68 2,892 
60-64 years 18 0 0 18 2,338 65 2,421 
65 years and over 18 0) 3 21 6,258 300 6,579 
Total 881 59 67 1,007 50,134 1,566 52,707 
FEMALES 

0-4 years 151 8 11 170 3,541 198 3,909 
5-9 years 135 4 10 149 4,236 124 4,509 
10-14 years 131 7 14 152 4,035 108 4,295 
15-19 years 97 4 7 108 3,626 96 3,830 
20-24 years 52 7 0 59 2,633 63 2,755 
25-29 years 75 7 6 88 3,013 80 3,181 
30-34 years 82 4 3 89 3,682 84 3,855 
35-39 years 55 3 7 65 4,065 93 4,223 
40-44 years 53 0 3 56 3,918 82 4,056 
45-49 years 37 0 3 40 3,662 73 3,775 
50-54 years 31 3 3 37 3,331 77 3,445 
55-59 years 18 3 0 21 2,867 78 2,966 
60-64 years 13 0 0 13 2,336 72 2,421 
65 years and over 20 3 3 26 6,438 462 6,926 
Total 950 53 70 1,073 51,383 1,690 54,146 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U05 INDIGENOUS STATUS BY AGE BY SEX (2 of 2) 


Persons 
Indigenous 
Both Aboriginal and Non- 
Aboriginal Torres Strait Islander Torres Strait Islander Total Indigenous Not stated Total 
PERSONS 

0-4 years 278 18 19 315 7,271 369 7,955 
5-9 years 302 12 22 336 8,707 247 9,290 
10-14 years 279 14 27 320 8,312 220 8,852 
15-19 years 181 10 16 207 7,447 201 7,855 
20-24 years 92 16 3 111 5,250 147 5,508 
25-29 years 124 14 11 149 5,674 167 5,990 
30-34 years 143 8 6 157 6,801 185 7,143 
35-39 years 111 6 12 129 7,627 194 7,950 
40-44 years 97 0 6 103 7,588 170 7,861 
45-49 years 65 5 3 73 7,123 162 7,358 
50-54 years 62 3 6 71 6,666 149 6,886 
55-59 years 28 3 0 31 5,681 146 5,858 
60-64 years 31 0 0 31 4,674 137 4,842 
65 years and over 38 3 6 47 12,696 762 13,505 


Total 1,831 112 137 2,080 101,517 3,256 106,853 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U06 AGE BY REGISTERED MARITAL STATUS BY SEX 
Persons aged 15 years and over 


Married Separated Divorced Widowed Never married Total 

Males Females Males Females Males Females Males Females Males Females Males Females 
15-19 years 14 23 3 7 3 0 0 3 4,006 3,797 4,026 3,830 
20-24 years 249 453 15 58 5 19 0) 0 2,482 2,226 2,751 2,756 
25-29 years 1,008 1,464 78 195 61 128 0 4 1,660 1,390 2,807 3,181 
30-34 years 1,847 2,274 150 301 170 350 8 18 1,112 911 3,287 3,854 
35-39 years 2,476 2,846 206 342 283 492 8 47 752 495 3,725 4,222 
40-44 years 2,758 2,800 190 312 394 596 27 56 438 291 3,807 4,055 
45-49 years 2,607 2,687 189 242 484 593 31 88 272 166 3,583 3,776 
50-54 years 2,563 2,457 180 203 476 541 37 142 184 102 3,440 3,445 
55-59 years 2,221 2,184 139 146 354 361 47 204 131 70 2,892 2,965 
60-64 years 1,890 1,750 92 92 265 258 70 261 104 62 2,421 2,423 
65-69 years 1,608 1,434 67 39 213 167 109 433 76 36 2,073 2,109 
70-74 years 1,476 1,105 53 40 166 134 185 562 85 26 1,965 1,867 
75-79 years 956 647 38 20 107 65 238 605 63 33 1,402 1,370 
80-84 years 478 297 18 9 37 47 158 524 27 14 718 891 
85 years and over 199 105 7 4 13 22 171 529 29 25 419 685 


Total 22,350 22,526 1,425 2,010 3,031 3,773 1,089 3,476 11,421 9,644 39,316 41,429 


Persons 


7,856 
5,507 
5,988 
7,141 
7,947 
7,862 
7,359 
6,885 
5,857 
4,844 
4,182 
3,832 
2972 
1,609 
1,104 


80,745 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U0O7 AGE BY SOCIAL MARITAL STATUS BY SEX 
Persons aged 15 years and over 


Married in a registered Married in a de facto 
marriage marriage Not married Total 

Males Females Males Females Males Females Males Females 
15-19 years 11 17 56 143 3,757 3,449 3,824 3,609 
20-24 years 230 426 356 516 1,924 1,600 2,510 2,542 
25-29 years 938 1,404 526 534 1,114 1,063 2,578 3,001 
30-34 years 1,767 2,196 464 443 845 1,074 3,076 3,713 
35-39 years 2,376 2,769 396 376 752 942 3,524 4,087 
40-44 years 2,633 2,710 283 280 697 928 3,613 3,918 
45-49 years 2,485 2,590 278 240 641 808 3,404 3,638 
50-54 years 2,415 2,315 208 187 609 740 3,232 3,242 
55-59 years 2,076 2,019 136 111 494 635 2,706 2,765 
60-64 years 1,738 1,623 84 73 417 559 2,239 2,255 
65-69 years 1,499 1,321 53 24 365 603 1,917 1,948 
70-74 years 1,377 1,004 36 20 417 686 1,830 1,710 
75-79 years 894 590 20 13 353 633 1,267 1,236 
80-84 years 422 249 8 3 206 459 636 711 
85 years and over 153 62 6 6 138 355 297 423 


Total 21,014 21,295 2,910 2,969 12,729 14,534 36,653 38,798 


Persons 


7,433 
5,052 
5,579 
6,789 
7,611 
7,531 
7,042 
6,474 
5,471 
4,494 
3,865 
3,540 
2,503 
1,347 

720 


75,451 
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Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U08 BIRTHPLACE (COUNTRIES) BY SEX 
Persons 


Argentina 

Australia 

Austria 

Bosnia and Herzegovina 
Cambodia 

Canada 

Chile 

China (excludes SAR's and Taiwan Province)(a 
Croatia 

Cyprus 

Egypt 

East Timor 

Fiji 

France 

Germany 

Greece 

Hong Kong (SAR of China)(a) 
Hungary 

India 

Indonesia 

Iran 

Iraq 

Ireland 

Italy 

Japan 

Korea, Republic of (South) 
Lebanon 

Macedonia, FYROM(b) 


Males 


3 
42,221 
29 
11 
5 
65 
6 
25 
39 
8 
18 
4 
56 
47 
296 
22 
28 
50 
49 
43 


Females 


3 
43,211 
41 
11 
5 
72 
3 
41 
23 
6 
13 
4 
87 
32 
298 
19 
25 
38 
46 
49 


Persons 


Malaysia 

Malta 

Mauritius 

Netherlands 

New Zealand 

Papua New Guinea 
Philippines 

Poland 

Portugal 

Romania 

Russian Federation 
Singapore 

South Africa 

Spain 

Sri Lanka 

Taiwan 

Thailand 

Turkey 

Ukraine 

United Kingdom(c) 
United States of America 
Viet Nam 

Yugoslavia, Federal Republic of 
Born elsewhere overseas(d) 
Not stated 


Total 


(a) SAR is an abbreviation of 'Special Administrative Region’. SARs comprise 'Hong Kong (SAR of China)' and 'Macau (SAR of China)’. 


(b) FYROM is an abbreviation of 'Former Yugoslav Republic of Macedonia’. 
(c) Includes 'England', 'Scotland', 'Wales', ‘Northern Ireland’, 'Channel Islands’, 'Isle of Man', and 'United Kingdom nfd'. 


(d) Includes 'Inadequately described’, 'At sea’ and 'Not elsewhere classified’. 


Males 


Females 


79 
42 
36 
269 
1,915 


Persons 


124 
97 

67 
568 
3,796 
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U09 BIRTHPLACE (COUNTRIES) BY AGE 


Persons 

0-14 15-24 25-34 35-44 45-54 55-64 65-69 70-74 75 years 

ears ears ears ears ears ears ears ears and over Total 
Australia 23,339 11,748 10,944 12,270 10,534 7,477 2,840 2,568 3,712 85,432 
Canada 21 12 19 31 21 13 6 7 7 137 
China (excludes SARs and Taiwan Province)(< 0 4 7 22 13 5 8 0 4 63 
Croatia 3 4 0 12 10 18 7 3 5 62 
Egypt 0 0 0) 5 6 10 5 3 0 29 
Fiji 7 23 24 51 18 10 8 0 0 141 
France 0 0 9 20 19 13 0 6 9 76 
Germany 15 18 33 60 157 161 53 62 35 594 
Greece 0 0 0 4 12 11 4 3 4 38 
Hong Kong (SAR of China)(a) 4 8 3 11 18 6 0 3 0 53 
India 5 3 6 12 17 25 12 8 9 97 
Indonesia 5 5 5 14 18 14 5 11 15 92 
Ireland 7 13 5 26 46 37 19 18 27 198 
Italy 3 3 9 16 54 72 36 32 28 253 
Korea, Republic of (South) 4 3 3 3 0 0 3 0 0 16 
Lebanon 0 0 0 3 0 3 0 0 0 6 
Macedonia, FYROM(b) 0 0) 0 0 0 0 0 0 0 0 
Malaysia 0 12 28 40 22 12 3 3 3 123 
Malta 0 3 6 15 25 36 9 3 0 97 
Netherlands 8 8 15 57 156 137 66 64 57 568 
New Zealand 457 417 637 770 638 443 158 148 128 3,796 
Philippines 52 63 80 146 115 47 14 8 8 533 
Poland 0 4 5 10 30 20 8 11 21 109 
Singapore 3 3 16 13 9 4 0 3 3 54 
South Africa 36 29 39 40 38 36 14 11 13 256 
Sri Lanka 5 3 0 13 8 5 3 3 3 43 
Turkey 0 0 0 3 3 3 0 0 0 9 
United Kingdom(c) 154 185 495 1,256 1,402 1,415 586 538 766 6,797 
United States of America 26 14 29 42 67 19 5 5 14 221 
Viet Nam 0 6 21 13 10 3 3 0 0 56 
Yugoslavia, Federal Republic of 0 0 5 8 18 31 14 6 8 90 
Born elsewhere overseas(d) 106 161 244 409 318 244 105 100 138 1,825 
Not stated 1,829 618 441 414 443 373 188 206 462 4,974 
Total 26,089 13,370 13,128 15,809 14,245 10,703 4,182 3,833 5,479 106,838 


(a) SAR is an abbreviation of 'Special Administrative Region’. SARs comprise 'Hong Kong (SAR of China)' and 'Macau (SAR of China)’. 
(b) FYROM is an abbreviation of 'Former Yugoslav Republic of Macedonia’. 

(c) Includes 'England', 'Scotland', 'Wales', ‘Northern Ireland’, 'Channel Islands’, 'Isle of Man', and 'United Kingdom nfd'. 

(d) Includes 'Inadequately described’, 'At sea' and 'Not elsewhere classified’. 
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U10 BIRTHPLACE (COUNTRIES) BY LABOUR FORCE STATUS BY SEX 
Persons aged 15 years and over 


Employed Unemployed Not in the labour force 

Males Females Males Females Males Females 
Australia 17,850 14,303 2,251 1,633 9,787 15,455 
Canada 35 25 3 5 16 32 
China (excludes SARs and Taiwan Province)(a) 14 24 0 0 11 13 
Croatia 15 5 3 0 21 16 
Egypt 8 3 0 0 10 9 
Fiji 37 38 0 8 10 38 
France 24 11 0 0 20 19 
Germany 142 112 10 7 125 163 
Greece 8 3 3 0 9 14 
Hong Kong (SAR of China)(a) 19 15 0 0 7 7 
India 28 10 3 5 18 27 
Indonesia 12 17 4 3 23 25 
Ireland 39 34 11 3 48 53 
Italy 65 18 5 3 91 59 
Korea, Republic of (South) 0 3 0 0 0 6 
Lebanon 4 0 0 0 3 0 
Macedonia, FYROM of(b) 0 0 0 3 0 0 
Malaysia 28 31 4 5 12 42 
Malta 24 8 6 4 21 27 
Netherlands 125 79 18 7 144 173 
New Zealand 1,082 764 104 98 444 790 
Philippines 51 206 5 22 23 165 
Poland 20 20 4 0 34 29 
Singapore 16 13 0 0 5 12 
South Africa 58 58 6 3 33 61 
Sri Lanka 13 8 3 0 7 7 
Turkey 3 3 0 0 3 0 
United Kingdom(c) 1,629 1,233 180 121 1,432 1,941 
United States of America 51 52 5 3 40 45 
Viet Nam 19 20 0 0 7 10 
Yugoslavia, Federal Republic of 13 11 0 0 31 29 
Born elsewhere overseas(d) 400 322 77 62 326 482 
Not stated 365 264 67 37 388 482 
Total 22,197 17,713 2,772 2,032 13,149 20,231 


(a) SAR is an abbreviation of 'Special Administrative Region’. SARs comprise 'Hong Kong (SAR of China)! and 'Macau (SAR of China)’. 
(b) FYROM is an abbreviation of 'Former Yugoslav Republic of Macedonia’. 

(c) Includes ‘England’, 'Scotland’, 'Wales', ‘Northern Ireland’, 'Channel Islands’, 'Isle of Man', and 'United Kingdom nfd'. 

(d) Includes 'Inadequately described’, 'At sea’ and 'Not elsewhere classified’. 


Not stated 
Males 


Ww 
WwW 
Ww 


= 


aS 
DONDDOWODONWAWODDVDWDONOAOWODWDO0DWOO0O0O 


N 
oo 


1,203 


Females 


BR 
00 
ar 


= 


aS 
BWORFODODDWOWWOADAWODDVDKRWWOOW-OOWO0O0 


(op) 


Males 


30,221 
54 

25 

39 

18 

50 

44 

286 

20 


Total 
Females 


31,872 
62 
37 
21 
15 
84 
30 

293 
20 
22 
42 
48 
93 
84 


Persons 


62,093 
116 
62 
60 
33 
134 
74 
579 
40 
48 
91 
90 
191 
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U11 BIRTHPLACE (COUNTRIES) BY YEAR OF ARRIVAL IN AUSTRALIA 
Persons born overseas(a) 


1991- 1986- Before Not 

2001 2000 1999 1998 1997 1996 1995 1990 1986 stated(b) Total 
Canada 0 7 0 3 7 0 29 11 66 11 134 
China (excludes SARs and Taiwan Province)(c) 0 3 0 3 3 5 10 16 27 0 67 
Croatia 0 0 0 3 0 0) 7 0 51 0 61 
Egypt 0 0 0 0 3 0 0 0 28 0 31 
Fiji 4 3 5 0 5 11 35 33 45 3 144 
France 0 0 3 0 0 3 3 5 65 4 83 
Germany 3 5 3 0 9 6 20 31 502 15 594 
Greece 0 0 3 0 0 0 0 3 37 0 43 
Hong Kong (SAR of China)(c) 0 0 0 0 4 0 5 11 26 5 51 
India 0 0 0 3 3 0 8 8 64 7 93 
Indonesia 0 0 3 3 3 0 9 12 62 3 95 
Ireland 0 3 6 0 0 3 14 22 147 3 198 
Italy 0 0 0 0 0 0) 0 0 230 16 246 
Korea, Republic of (South) 0 0 0 0 3 3 4 3 3 0 16 
Lebanon 0 0 0 0 0 0 0 0 6 0 6 
Macedonia, FYROM(d) 0 0 0 0 0 0 0 0 3 0) 3 
Malaysia 0 0 0 5 0 3 8 15 87 7 125 
Malta 0) 0 0 3 0 0 3 0 82 8 96 
Netherlands 3 3 7 6 0 4 13 26 495 12 569 
New Zealand 82 177 171 226 163 114 378 815 1,442 228 3,796 
Philippines 15 23 15 16 17 2 97 163 140 35 533 
Poland 0 0 3 0 0 0 12 4 85 6 110 
Singapore 0 0 0 0 3 0 3 5 36 5. 52 
South Africa 6 10 17 10 19 18 17 33 116 10 256 
Sri Lanka 0 3 0 0 0 0 10 6 23 0 42 
Turkey 0 0 0 0 0 0 0) 3 5 0 8 
United Kingdom(e) 29 42 62 40 62 61 331 528 5,339 303 6,797 
United States of America 7 5 10 10 11 6 16 24 122 10 221 
Viet Nam 0 3 4 3 0 0 5 18 23 4 60 
Yugoslavia, Federal Republic of 0 0 0 0 0 0 7 3 78 0 88 
Born elsewhere overseas(f) 24 32 60 59 41 58 171 228 1,075 77 1,825 
Total 173 319 372 393 356 307 1,215 2,026 10,510 772 16,443 


(a) Excludes persons who did not state their birthplace. 

(b) Includes persons where birthplace was stated and year of arrival was not stated. 

(c) SAR is an abbreviation of 'Special Administrative Region’. SARs comprise 'Hong Kong (SAR of China)’ and 'Macau (SAR of China)’. 
(d) FYROM is an abbreviation of 'Former Yugoslav Republic of Macedonia’. 

(e) Includes ‘England’, 'Scotland', 'Wales', 'Northern Ireland’, 'Channel Islands’, ‘Isle of Man’, and 'United Kingdom nfd'. 

(f) Includes 'Inadequately described’, 'At sea’ and 'Not elsewhere classified’. 
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U12 BIRTHPLACE (COUNTRIES) BY PROFICIENCY IN SPOKEN ENGLISH BY SEX 
Persons who speak a language other than English at home 


Speaks English 


Very well or well Not well Not at all Not stated(a) Total 

Males Females Males Females Males Females Males Females Males Females Persons 
Australia 407 474 43 25 32 20 500 530 982 1,049 2,031 
Canada 0 4 0 0 0 0 0 3 0 7 hi 
China (excludes SARs and Taiwan Province)(b) 12 24 7 9 0 0 0 0 19 33 52 
Croatia 19 14 0 0 0 3 0 0 19 17 36 
Egypt 7 3 0 3 0 0 0 0 7 6 13 
Fiji 35 50 0 0 0 0 0 0 35 50 85 
France 24 19 0 3 0 0 0 0 24 22 46 
Germany 111 141 0 4 0 0 3 0) 114 145 259 
Greece 11 9 3 3 3 3 0 0 17 15 32 
Hong Kong (SAR of China)(b) 15 12 3 3 0 0 0 0) 18 15 33 
India 6 3 3 3 0 0 0 0 9 6 15 
Indonesia 18 31 0 3 0 3 0 0 18 37 55 
Ireland 3 3 0 0) 0 0 0 3 3 6 9 
Italy 88 49 14 10 0 0 0 0 102 59 161 
Korea, Republic of (South) 0 4 0 0 0 0 0 0 0 4 4 
Lebanon 4 0 0 0 0 0 0) 0 4 0 4 
Macedonia, FYROM of(c) 0 0 0 0 0 0 0 0 0 0 0 
Malaysia 7 16 0 3 0 0 0 3 7 22 29 
Malta 20 18 0 3 0 0 0 0 20 21 41 
Netherlands 85 112 0 4 0 0 3 0 88 116 204 
New Zealand 112 122 4 0 0 0 7 8 123 130 253 
Philippines 56 228 5 5 0 0 0 11 61 244 305 
Poland 32 30 5 6 3 3 0 0 40 39 79 
Singapore 0 7 0 0 0 0 0 0 0 7 7 
South Africa 11 19 0 3 0) 0 0 0 11 22 33 
Sri Lanka 8 5 0 0 0 0 0 0 8 5 13 
Turkey 3 0 0 0 0 0 0 0 3 0 3 
United Kingdom(d) 31 25 3 3 0 0 16 15 50 43 93 
United States of America 0 3 0 0 0 0 0 3 0 6 6 
Viet Nam 17 17 5 10 0 0 0 3 22 30 52 
Yugoslavia, Federal Republic of 25 26 0 0 0 3 0 0 25 29 54 
Born elsewhere overseas(e) 378 431 36 50 3 7 4 5 421 493 914 
Not stated 68 81 5 6 3 0 1,207 1,284 1,283 1,371 2,654 
Total 1,613 1,980 136 159 44 42 1,740 1,868 3,533 4,049 7,582 


(a) Includes persons who did not state their proficiency in English or did not state their language spoken at home. 

(b) SAR is an abbreviation of 'Special Administrative Region’. SARs comprise 'Hong Kong (SAR of China)' and ‘Macau (SAR of China)’. 
(c) FYROM is an abbreviation of 'Former Yugoslav Republic of Macedonia’. 

(d) Includes 'England', ‘Scotland’, 'Wales', 'Northern Ireland’, ‘Channel Islands’, ‘Isle of Man', and 'United Kingdom nfd’. 

(e) Includes 'Inadequately described’, 'At sea' and 'Not elsewhere classified’. 
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U13 BIRTHPLACE (REGIONS) BY SEX (1 of 2) 


Persons 
Males Females Persons 
Oceania and Antarctica: 
Australia(a) 42,221 43,211 85,432 
Other(b) 2,218 2,383 4,601 
Total 44,439 45,594 90,033 
North-West Europe: 
North-West Europe, nfd 0 0 0 
United Kingdom 3,370 3,427 6,797 
Ireland 102 96 198 
Western Europe 710 676 1,386 
Northern Europe 96 77 173 
Total 4,278 4,276 8,554 
Southern and Eastern Europe: 
Southern and Eastern Europe, nfd 0 0 0 
Southern Europe 253 150 403 
South Eastern Europe 152 123 275 
Eastern Europe 180 138 318 
Total 585 411 996 
North Africa and the Middle East: 
North Africa and the Middle East, nfd 0 0 0 
North Africa 26 16 42 
Middle East 23 11 34 
Total 49 27 76 
South-East Asia: 
South-East Asia, nfd 0 0 0 
Mainland South-East Asia 42 70 112 
Maritime South-East Asia 224 588 812 
Total 266 658 924 


(a) Includes 'Australian External Territories’. 
(b) Includes 'Oceania and Antarctica, nfd’. 
(c) Includes 'Inadequately described’, 'At sea' and 'Not elsewhere classified’. 
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U13 BIRTHPLACE (REGIONS) BY SEX (2 of 2) 


Persons 
Males Females Persons 
North-East Asia: 
North-East Asia, nfd 0 0 0 
Chinese Asia (includes Mongolia) 62 81 143 
Japan and the Koreas 6 27 33 
Total 68 108 176 
Southern and Central Asia: 
Southern and Central Asia, nfd 0 0 0 
Southern Asia 80 69 149 
Central Asia 0 0 0 
Total 80 69 149 
Americas: 
Americas, nfd 0 0 0 
Northern America 178 182 360 
South America 23 31 54 
Central America 11 12 23 
Caribbean 15 15 30 
Total 227 240 467 
Sub-Saharan Africa: 
Sub-Saharan Africa, nfd 0 0 0 
Central and West Africa 0 3 3 
Southern and East Africa 219 232 451 
Total 219 235 454 
Other(c) 20 21 41 
Not stated 2,470 2,504 4,974 
Total 52,701 54,143 106,844 


(a) Includes 'Australian External Territories’. 
(b) Includes 'Oceania and Antarctica, nfd'. 
(c) Includes 'Inadequately described’, 'At sea’ and 'Not elsewhere classified’. 
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U14 PROFICIENCY IN SPOKEN ENGLISH BY YEAR OF ARRIVAL IN AUSTRALIA 
Persons born overseas(a) 


1991- 1986- Before Not 

2001 2000 1999 1998 1997 1996 1995 1990 1986 stated Total 

Speaks English only 124 239 267 294 244 204 872 1,638 9,036 628 13,546 
Speaks other language and 

speaks English: 

Very well or Well 45 63 91 83 93 95 299 355 1,328 116 2,568 

Not well or Not at all 6 13 11 16 10 5 37 27 107 12 244 

Not stated(b) 0 0 0 0 4 0 3 3 8 4 22 

Total 51 76 102 99 107 100 339 385 1,443 132 2,834 

Not stated(c) 3 0 0 0 4 0 3 7 32 17 66 

Total 178 315 369 393 355 304 1,214 2,030 10,511 777 16,446 


(a) Excludes persons who did not state their birthplace. 
(b) Includes cases where language spoken at home was stated and proficiency in English was not stated. 
(c) Includes cases where both language spoken at home and proficiency in English were not stated. 
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U15 AGE BY PROFICIENCY IN SPOKEN ENGLISH BY SEX 
Persons who speak a language other than English at home 


Speaks English 


Very well or well Not well Not at all Not stated(a) Total 

Males Females Males Females Males Females Males Females Males Females Persons 
0-4 years 48 52 25 11 24 19 311 288 408 370 778 
5-14 years 189 254 8 7 0 0) 290 298 487 559 1,046 
15-24 years 180 209 10 10 3 0 204 195 397 414 811 
25-34 years 173 242 10 16 4 0 191 181 378 439 817 
35-44 years 260 375 22 28 0 0 194 188 476 591 1,067 
45-54 years 232 329 11 19 0 3 167 162 410 513 923 
55-64 years 237 249 23 20 0 0 125 140 385 409 794 
65-74 years 190 163 22 26 3 4 119 156 334 349 683 
75 years and over 107 109 12 15 4 12 143 256 266 392 658 
Total 1,616 1,982 143 152 38 38 1,744 1,864 3,541 4,036 7,577 


(a) Includes persons where either language spoken at home was stated and proficiency in English was not stated, or where both language spoken at home and proficiency in English were not stated. 
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U16 LANGUAGE SPOKEN AT HOME BY SEX 


Persons 
Males 
Speaks English only 49,156 
Speaks other language: 
Arabic (including Lebanese) 19 
Australian Indigenous Languages 3 
Chinese languages: 
Cantonese 60 
Mandarin 22 
Other 12 
Total 94 
Croatian 35 
French 94 
German 173 
Greek 38 
Hindi 35 
Hungarian 37 
Indonesian 11 
Italian 188 
Japanese 7 
Khmer 0 
Korean 0 
Macedonian 3 
Maltese 29 
Netherlandic 131 
Persian 3 
Polish 57 
Portuguese 8 
Russian 12 
Samoan 195 
Serbian 9 
Sinhalese 5 
South Slavic nfd 9 
Spanish 51 
Tagalog (Filipino) 2. 
Tamil 0 
Turkish 4 
Vietnamese 36 
Other(a) 291 
Total 1,649 
Not stated 1,897 
Total 52,702 


(a) Includes 'Inadequately described’ and 'Non-verbal so described’. 


Females 


50,105 


127 


209 


Persons 


99,261 
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U17 RELIGIOUS AFFILIATION BY SEX 
Persons 


Buddhism 
Christianity: 
Anglican 
Baptist 
Brethren 
Catholic 
Churches of Christ 
Jehovah's Witnesses 
Latter Day Saints 
Lutheran 
Oriental Christian 
Orthodox 
Presbyterian and Reformed 
Salvation Army 
Seventh-day Adventist 
Uniting Church 
Pentecostal 
Other Protestant 
Other Christian(a) 
Total 
Hinduism 
Islam 
Judaism 
Other Religions: 
Australian Aboriginal Traditional Religions 
Other Religious Groups 
Total 
No religion(b) 
Inadequately described(c) 
Not stated 


Total 


(a) Includes 'Christian, nfd'. 


Females 
195 
13,389 


1,452 
65 


(b) Includes 'No religion nfd', ‘Agnosticism’, ‘Atheism’, 'Humanism' and ‘Rationalism’. 


(c) Includes 'Religious belief, nfd’. 


Persons 
369 


26,050 
2,764 
121 
22,771 
300 
893 
457 
2,119 
3 

467 
4,714 
574 
542 
8,725 
1,513 
355 
2,437 
74,805 
105 
118 
52 


106,844 
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U18 TYPE OF EDUCATIONAL INSTITUTION ATTENDING (FULL-TIME/PART-TIME) BY SEX 
Persons 


Males Females Persons 

Pre School 972 921 1,893 
Infants/Primary: 

Government 5,337 4,947 10,284 

Catholic 594 563 1,157 

Other Non Government 491 458 949 

Total 6,422 5,968 12,390 
Secondary: 

Government 2,960 2,910 5,870 

Catholic 359 426 785 

Other Non Government 383 341 724 

Total 3,702 3,677 7,379 
Technical or Further Educational Institution: 

Full-time 294 356 650 

Part-time 611 752 1,363 

Not stated(a) 3 4 7 

Total 908 1,112 2,020 
University or other Tertiary Institution: 

Full-time 400 653 1,053 

Part-time 263 496 759 

Not stated(a) 3 3 6 

Total 666 1,152 1,818 
Other 242 389 631 
Not attending 37,926 38,954 76,880 
Not stated(b) 1,866 1,971 3,837 
Total 52,704 54,144 106,848 


(a) Includes persons where type of educational institution attending was stated, but full-time/part-time student status was not s 
(b) Includes persons where type of educational institution attending was not stated. 
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U19 HIGHEST LEVEL OF SCHOOLING COMPLETED(a) BY AGE BY SEX 
Persons aged 15 years and over 


15-19 20-24 25-29 30-34 35-39 40-44 45-49 50-54 55-59 60-64 65 years 
‘ears ears ‘ears ears ears ears ears ears ‘ears ears and over Total 
MALES 
Year 8 or below 71 68 76 101 148 188 245 521 675 683 1,987 4,763 
Year 9 or equivalent 281 185 209 293 347 353 364 340 254 212 602 3,440 
Year 10 or equivalent 719 663 873 1,344 1,695 1,774 1,589 1,354 988 715 1,384 13,098 
Year 11 or equivalent 413 336 349 345 408 324 282 186 143 95 273 3,154 
Year 12 or equivalent 1,020 1,374 1,153 1,015 922 973 886 831 672 516 1,299 10,661 
Still at school 1,340 I 5 0 0 7 3 3 0 4 4 1,373 
Did not go to school 3 4 4 13 19 11 30 25 13 15 58 195 
Not stated 179 115 140 174 184 177 185 181 147 181 970 2,633 
Total 4,026 2,752 2,809 3,285 3,723 3,807 3,584 3,441 2,892 2,421 6,577 39,317 
FEMALES 
Year 8 or below 31 36 46 68 106 132 196 514 675 629 2,115 4,548 
Year 9 or equivalent 231 163 192 271 351 384 344 342 268 243 681 3,470 
Year 10 or equivalent 548 502 836 1,440 1,946 1,943 1,888 1,508 1,128 810 1,529 14,078 
Year 11 or equivalent 386 281 343 466 411 331 276 201 161 120 251 3,227 
Year 12 or equivalent 1,168 1,662 1,633 1,432 1,199 1,066 894 684 550 417 1,024 11,729 
Still at school 1,295 15 6 6 10 8 4 0 0 0 8 1,352 
Did not go to school 3 3 3 20 15 12 12 19 13 14 46 160 
Not stated 168 96 123 151 184 179 162 175 170 189 1,268 2,865 
Total 3,830 2,758 3,182 3,854 4,222 4,055 3,776 3,443 2,965 2,422 6,922 41,429 
PERSONS 

Year 8 or below 102 104 122 169 254 320 441 1,035 1,350 1,312 4,102 9,311 
Year 9 or equivalent 512 348 401 564 698 737 708 682 522 455 1,283 6,910 
Year 10 or equivalent 1,267 1,165 1,709 2,784 3,641 3,717 3,477 2,862 2,116 1,525 2,913 27,176 
Year 11 or equivalent 799 617 692 811 819 655 558 387 304 215 524 6,381 
Year 12 or equivalent 2,188 3,036 2,786 2,447 2,121 2,039 1,780 1,515 1,222 933 2,323 22,390 
Still at school 2,635 22 11 6 10 15 7 3 0 4 12 2,725 
Did not go to school 6 7 7 33 34 23 42 44 26 29 104 355 
Not stated 347 211 263 325 368 356 347 356 317 370 2,238 5,498 
Total 7,856 5,510 5,991 7,139 7,945 7,862 7,360 6,884 5,857 4,843 13,499 80,746 


(a) Refers to Primary or Secondary schooling. 
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U20 NON-SCHOOL QUALIFICATION: LEVEL OF EDUCATION(a) BY AGE BY SEX 
Persons aged 15 years and over with a qualification 


15-24 25-34 35-44 45-54 55-64 65-74 75 years 
ears ears ears ears ears ears and over Total 
MALES 
Postgraduate Degree 0 16 41 48 40 18 11 174 
Graduate Diploma and Graduate Certificat: 0 29 62 76 38 21 3 229 
Bachelor Degree 72 247 335 335 202 105 57 1,353 
Advanced Diploma and Diploma 80 213 378 417 283 166 86 1,623 
Certificate 789 1,832 2,560 2,270 1,667 1,016 490 10,624 
Not stated(b) 548 530 531 549 435 580 568 3,741 
Total 1,489 2,867 3,907 3,695 2,665 1,906 1,215 17,744 
FEMALES 
Postgraduate Degree 0) 27 47 60 23 6 0 163 
Graduate Diploma and Graduate Certificat: 6 67 103 96 4 16 3 332 
Bachelor Degree 182 497 530 478 226 135 48 2,096 
Advanced Diploma and Diploma 165 460 513 409 274 121 51 1,993 
Certificate 594 914 886 661 284 167 73 3,579 
Not stated(b) 561 477 682 611 628 744 824 4,527 
Total 1,508 2,442 2,761 2,315 1,476 1,189 999 12,690 
PERSONS 

Postgraduate Degree 0 43 88 108 63 24 11 337 
Graduate Diploma and Graduate Certificat: 6 96 165 172 79 37 6 561 
Bachelor Degree 254 744 865 813 428 240 105 3,449 
Advanced Diploma and Diploma 245 673 891 826 557 287 137 3,616 
Certificate 1,383 2,746 3,446 2,931 1,951 1,183 563 14,203 
Not stated(b) 1,109 1,007 1,213 1,160 1,063 1,324 1,392 8,268 
Total 2,997 5,309 6,668 6,010 4,141 3,095 2,214 30,434 


(a) Excludes schooling up to Year 12. 
(b) Includes 'Inadequately described’. 
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U21 AGE BY INTERNET USE BY SEX 


Persons 
Used the Internet 
At home At home and At work and At home and Did not use 
At home At work Elsewhere and at work elsewhere elsewhere work and elsewhere Total the Internet Not stated Total 
MALES 
0-9 years 570 0 170 0 47 0 0 787 7,604 436 8,827 
10-14 years 1,285 0 487 0 235 0 0 2,007 2,367 183 4,557 
15-19 years 1,266 25 403 42 291 4 23 2,054 1,839 132 4,025 
20-24 years 574 76 157 91 53 7 24 982 1,678 92 2,752 
25-34 years 1,146 356 194 413 34 5 37 2,185 3,696 215 6,096 
35-44 years 1,788 418 103 731 33 6 31 3,110 4,185 237 7,532 
45-54 years 1,457 369 47 646 21 3 32 2,575 4,265 185 7,025 
55-64 years 911 137 40 169 10 0 7 1,274 3,921 118 5,313 
65-74 years 454 7 20 15 4 0 0 500 3,427 111 4,038 
75 years and over 112 0 0 3 0 0 0 115 2,306 115 2,536 
Total 9,563 1,388 1,621 2,110 728 25 154 15,589 35,288 1,824 52,701 
FEMALES 
0-9 years 481 0 153 0 41 0 0 675 7,297 446 8,418 
10-14 years 1,150 0 497 0 218 0 0 1,865 2,240 190 4,295 
15-19 years 1,139 77 469 54 327 6 22 2,094 1,607 129 3,830 
20-24 years 522 214 195 138 69 17 20 1,175 1,503 79 2,757 
25-34 years 1,564 467 206 393 42 10 11 2,693 4,148 194 7,035 
35-44 years 2,057 422 106 590 32 5 18 3,230 4,821 226 8,277 
45-54 years 1,423 366 66 443 20 3 22 2,343 4,722 158 7,223 
55-64 years 701 93 40 80 11 0 0 925 4,342 119 5,386 
65-74 years 239 4 11 3 3 0 0 260 3,586 132 3,978 
75 years and over 44 0 5 3 0 3 0 55 2,677 217 2,949 
Total 9,320 1,643 1,748 1,704 763 44 93 15,315 36,943 1,890 54,148 
PERSONS 

0-9 years 1,051 0 323 0 88 0 0 1,462 14,901 882 17,245 
10-14 years 2,435 0 984 0 453 0 0 3,872 4,607 373 8,852 
15-19 years 2,405 102 872 96 618 10 45 4,148 3,446 261 7,855 
20-24 years 1,096 290 352 229 122 24 44 2,157 3,181 171 5,509 
25-34 years 2,710 823 400 806 76 15 48 4,878 7,844 409 13,131 
35-44 years 3,845 840 209 1,321 65 11 49 6,340 9,006 463 15,809 
45-54 years 2,880 735 113 1,089 41 6 54 4,918 8,987 343 14,248 
55-64 years 1,612 230 80 249 21 0 7 2,199 8,263 237 10,699 
65-74 years 693 11 31 18 7 0 0 760 7,013 243 8,016 
75 years and over 156 0 5 6 0 3 0 170 4,983 332 5,485 


Total 18,883 3,031 3,369 3,814 1,491 69 247 30,904 72,231 3,714 106,849 
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U22 NON-SCHOOL QUALIFICATION: FIELD OF STUDY BY NON-SCHOOL QUALIFICATION: LEVEL OF EDUCATION BY SEX (1 of 2) 
Persons aged 15 years and over with a qualification(a) 


Postgraduate Graduate Diploma & Bachelor Advanced Diploma & Not 
Degree Graduate Certificate Degree Diploma Certificate stated(b) Total 
MALES 
Natural and Physical Sciences 28 6 144 29 22 13 242 
Information Technology 5 9 63 104 92 21 294 
Engineering and Related Technologies 11 20 220 498 5,651 344 6,744 
Architecture and Building 4 3 31 62 2,460 112 2,672 
Agriculture, Environmental & Related Studie 5 8 36 84 280 58 471 
Health 25 27 144 109 60 44 409 
Education 29 97 224 153 18 40 561 
Management and Commerce 29 41 223 334 359 153 1,139 
Society and Culture 34 17 210 124 120 77 582 
Creative Arts 4 0 28 65 94 27 218 
Food, Hospitality and Personal Services 0 0 0 23 695 28 746 
Mixed Field Programmes 0 0 3 3 0 14 20 
Field of Study inadequately described 0 0 18 22 82 59 181 
Not stated 0 0 11 15 689 2,751 3,466 
Total 174 228 1,355 1,625 10,622 3,741 17,745 
FEMALES 

Natural and Physical Sciences 17 7 98 33 19 11 185 
Information Technology 0 3 13 39 59 13 127 
Engineering and Related Technologies 0 0 18 20 195 42 275 
Architecture and Building 0 0 12 5 23 3 43 
Agriculture, Environmental & Related Studie 3 3 30 36 80 10 162 
Health 28 56 795 377 413 346 2,015 
Education 56 206 538 462 93 82 1,437 
Management and Commerce 19 21 222 410 1,114 517 2,303 
Society and Culture 33 30 272 377 440 118 1,270 
Creative Arts 4 3 55 92 82 38 274 
Food, Hospitality and Personal Services 0 0 3 106 896 68 1,073 
Mixed Field Programmes 0 0 0 0 6 12 18 
Field of Study inadequately described 3 4 31 13 27 39 117 
Not stated 3 3 9 23 132 3,228 3,398 
Total 166 336 2,096 1,993 3,579 4,527 12,697 


(a) Excludes schooling up to Year 12. 
(b) Includes 'Inadequately described’ 
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U22 NON-SCHOOL QUALIFICATION: FIELD OF STUDY BY NON-SCHOOL QUALIFICATION: LEVEL OF EDUCATION BY SEX (2 of 2) 
Persons aged 15 years and over with a qualification(a) 


Postgraduate Graduate Diploma & Bachelor Advanced Diploma & Not 
Degree Graduate Certificate Degree Diploma Certificate stated(b) Total 
PERSONS 

Natural and Physical Sciences 45 13 242 62 4 24 427 
Information Technology 5 12 76 143 151 34 421 
Engineering and Related Technologies 11 20 238 518 5,846 386 7,019 
Architecture and Building 4 3 43 67 2,483 115 2,715 
Agriculture, Environmental & Related Studie 8 11 66 120 360 68 633 
Health 53 83 939 486 473 390 2,424 
Education 85 303 762 615 111 122 1,998 
Management and Commerce 48 62 445 744 1,473 670 3,442 
Society and Culture 67 47 482 501 560 195 1,852 
Creative Arts 8 3 83 157 176 65 492 
Food, Hospitality and Personal Services 0 0 3 129 1,591 96 1,819 
Mixed Field Programmes 0 0 3 3 6 26 38 
Field of Study inadequately described 3 4 49 35 109 98 298 
Not stated 3 3 20 38 821 5,979 6,864 
Total 340 564 3,451 3,618 14,201 8,268 30,442 


(a) Excludes schooling up to Year 12. 
(b) Includes 'Inadequately described’ 
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U23 AGE BY LABOUR FORCE STATUS (FULL-TIME/PART-TIME) BY SEX 
Persons aged 15 years and over 


Employed, working Unemployed looking for 
Not Total Full-time Part-time Total Total Not in the Not 
Full-time(a) Part-time stated(b) employed work work unemployed labour force labour force stated(c) Total 
MALES 

15-19 years 648 929 114 1,691 368 171 539 2,230 1,699 96 4,025 
20-24 years 1,380 455 98 1,933 414 41 455 2,388 292 72 2,752 
25-29 years 1,662 340 89 2,091 290 34 324 2,415 310 84 2,809 
30-34 years 2,103 375 98 2,576 246 25 271 2,847 349 91 3,287 
35-39 years 2,425 420 112 2,957 227 20 247 3,204 424 97 3,725 
40-44 years 2,543 405 93 3,041 209 16 225 3,266 474 67 3,807 
45-49 years 2,280 455 78 2,813 180 19 199 3,012 491 80 3,583 
50-54 years 1,889 430 65 2,384 188 31 219 2,603 771 66 3,440 
55-59 years 1,207 367 34 1,608 159 28 187 1,795 1,038 59 2,892 
60-64 years 488 240 28 756 63 27 90 846 1,507 68 2,421 
65 years and over 148 165 33 346 6 8 14 360 5,792 425 6,577 
Total 16,773 4,581 842 22,196 2,350 420 2,770 24,966 13,147 1,205 39,318 

FEMALES 
15-19 years 379 1,237 97 713 242 221 463 2,176 1,563 91 3,830 
20-24 years 826 662 58 ,546 232 92 324 1,870 824 63 2,757 
25-29 years 859 777 40 ,676 155 94 249 1,925 1,175 81 3,181 
30-34 years 845 1,055 64 ,964 129 140 269 2,233 1,538 83 3,854 
35-39 years 1,038 1,293 78 2,409 100 99 199 2,608 1,512 102 4,222 
40-44 years 1,133 1,336 68 2,537 120 80 200 2,737 1,240 78 4,055 
45-49 years 1,198 1,143 67 2,408 88 56 144 2,552 1,150 74 3,776 
50-54 years 925 926 52 ,903 74 44 118 2,021 1,343 81 3,445 
55-59 years 435 541 42 ,018 31 22 53 1,071 1,829 65 2,965 
60-64 years 122 218 13 353 6 8 14 367 1,965 91 2,423 
65 years and over 55 96 32 183 3 0 3 186 6,094 642 6,922 
Total 7,815 9,284 611 17,710 1,180 856 2,036 19,746 20,233 1,451 41,430 

PERSONS 
15-19 years 1,027 2,166 211 3,404 610 392 1,002 4,406 3,262 87 7,855 
20-24 years 2,206 1,117 156 3,479 646 133 779 4,258 1,116 35 5,509 
25-29 years 2,521 1,117 129 3,767 445 128 573 4,340 1,485 65 5,990 
30-34 years 2,948 1,430 162 4,540 375 165 540 5,080 1,887 74 7,141 
35-39 years 3,463 1,713 190 5,366 327 119 446 5,812 1,936 99 7,947 
40-44 years 3,676 1,741 161 5,578 329 96 425 6,003 1,714 45 7,862 
45-49 years 3,478 1,598 145 5,221 268 75 343 5,564 1,641 54 7,359 
50-54 years 2,814 1,356 117 4,287 262 75 337 4,624 2,114 47 6,885 
55-59 years 1,642 908 76 2,626 190 50 240 2,866 2,867 24 5,857 
60-64 years 610 458 41 1,109 69 35 104 1,213 3,472 59 4,844 
65 years and over 203 261 65 529 9 8 17 546 11,886 1,067 13,499 
Total 24,588 13,865 1,453 39,906 3,530 1,276 4,806 44,712 33,380 2,656 80,748 


(a) Full-time is defined as having worked 35 hours or more in all jobs during the week prior to Census night. 
(b) Includes employed persons who did not state their hours worked. 
(c) Includes persons who did not state their labour force status. 
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U24 INDUSTRY BY AGE BY SEX (1 of 2) 
Employed persons 


15-19 20-24 25-34 35-44 45-54 55-64 65 years 
ears ears ears ears ears ears and over Total 
MALES 
Agriculture, Forestry and Fishing 86 92 157 143 131 121 46 776 
Mining 0 6 23 40 51 11 0 131 
Manufacturing 260 434 1,015 1,201 902 388 32 4,232 
Electricity, Gas and Water Supply 0 13 43 76 62 28 0 222 
Construction 150 305 818 946 689 291 24 3,223 
Wholesale Trade 87 126 351 437 357 158 22 1,538 
Retail Trade 698 436 710 692 573 266 40 3,415 
Accommodation, Cafes and Restaurants 84 87 97 96 100 50 11 525 
Transport and Storage 30 56 279 584 501 248 23 1,721 
Communication Services 5 25 82 166 182 39 3 502 
Finance and Insurance 4 17 51 67 69 36 5 249 
Property and Business Services 74 121 320 419 465 215 39 1,653 
Government Administration and Defenc 18 44 132 240 247 98 11 790 
Education 21 20 91 172 240 100 14 658 
Health and Community Services 6 26 122 190 211 112 23 690 
Cultural and Recreational Services 45 40 77 81 68 36 8 355 
Personal and Other Services 40 34 182 313 244 113 11 937 
Non-classifiable economic units 13 4 26 30 26 13 4 116 
Not stated 69 47 91 105 79 41 29 461 
Total 1,690 1,933 4,667 5,998 5,197 2,364 345 22,194 
FEMALES 

Agriculture, Forestry and Fishing 31 50 120 165 185 82 14 647 
Mining 3 3 11 5 10 0 0 32 
Manufacturing 31 84 259 425 340 108 6 1,253 
Electricity, Gas and Water Supply 0 0 11 4 10 0 0 25 
Construction 12 8 139 181 125 49 4 518 
Wholesale Trade 34 63 137 200 142 54 9 639 
Retail Trade 960 416 734 843 653 190 22 3,818 
Accommodation, Cafes and Restaurants 172 122 174 197 174 52 12 903 
Transport and Storage 13 33 105 128 123 46 7 455 
Communication Services 4 12 47 55 66 19 0 203 
Finance and Insurance 22 68 148 166 95 24 0 523 
Property and Business Services 90 187 345 422 403 124 15 1,586 
Government Administration and Defenc 15 40 200 225 170 53 5 708 
Education 47 90 339 598 534 133 13 1,754 
Health and Community Services 122 227 527 930 950 312 26 3,094 
Cultural and Recreational Services 36 27 70 91 67 24 5 320 
Personal and Other Services 64 88 192 184 160 53 6 747 
Non-classifiable economic units 4 3 13 22 23 3 5 73 
Not stated 53 23 69 105 81 41 33 405 


Total 1,713 1,544 3,640 4,946 4,311 1,367 182 17,703 
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U24 INDUSTRY BY AGE BY SEX (2 of 2) 
Employed persons 


15-19 20-24 25-34 35-44 45-54 55-64 65 years 
ears ears ears ears ears ears and over Total 
PERSONS 

Agriculture, Forestry and Fishing 117 142 277 308 316 203 60 1,423 
Mining 3 9 34 45 61 11 0 163 
Manufacturing 291 518 1,274 1,626 1,242 496 38 5,485 
Electricity, Gas and Water Supply 0 13 54 80 72 28 0 247 
Construction 162 313 957 1,127 814 340 28 3,741 
Wholesale Trade 121 189 488 637 499 212 31 2,177 
Retail Trade 1,658 852 1,444 1,535 1,226 456 62 7,233 
Accommodation, Cafes and Restaurants 256 209 271 293 274 102 23 1,428 
Transport and Storage 43 89 384 712 624 294 30 2,176 
Communication Services 9 37 129 221 248 58 3 705 
Finance and Insurance 26 85 199 233 164 60 5 772 
Property and Business Services 164 308 665 841 868 339 54 3,239 
Government Administration and Defenc 33 84 332 465 417 151 16 1,498 
Education 68 110 430 770 774 233 27 2,412 
Health and Community Services 128 253 649 1,120 1,161 424 49 3,784 
Cultural and Recreational Services 81 67 147 172 135 60 13 675 
Personal and Other Services 104 122 374 497 404 166 17 1,684 
Non-classifiable economic units 17 7 39 52 49 16 9 189 
Not stated 122 70 160 210 160 82 62 866 
Total 3,403 3,477 8,307 10,944 9,508 3,731 527 39,897 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 


Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U25 OCCUPATION BY AGE BY SEX 
Employed persons 


Managers and Administrators 

Professionals 

Associate Professionals 

Tradespersons and Related Workers 

Advanced Clerical and Service Workers 
Intermediate Clerical, Sales and Service Workers 
Intermediate Production and Transport Workers 
Elementary Clerical, Sales and Service Workers 
Labourers and Related Workers 

Inadequately described 

Not stated 


Total 


Managers and Administrators 

Professionals 

Associate Professionals 

Tradespersons and Related Workers 

Advanced Clerical and Service Workers 
Intermediate Clerical, Sales and Service Workers 
Intermediate Production and Transport Workers 
Elementary Clerical, Sales and Service Workers 
Labourers and Related Workers 

Inadequately described 

Not stated 


Total 


Managers and Administrators 

Professionals 

Associate Professionals 

Tradespersons and Related Workers 

Advanced Clerical and Service Workers 
Intermediate Clerical, Sales and Service Workers 
Intermediate Production and Transport Workers 
Elementary Clerical, Sales and Service Workers 
Labourers and Related Workers 


Inadequately described 
Not stated 


15-19 
ears 


119 
431 


450 
234 
1,294 
669 
12 
83 


25-34 
ears 


282 
319 
406 
1,378 
22 
421 
864 
240 
637 
42 
56 


4,667 


139 
574 
418 
166 
301 
1,094 
103 
457 
330 
14 
44 


3,640 


421 
893 
824 
1,544 
323 
1,515 
967 
697 
967 
56 
100 


35-44 
ears 
MALES 


526 
549 
678 
1,522 
33 
561 
1,122 
264 
630 
50 

63 


5,998 
FEMALES 


177 
714 
621 
164 
379 
1,483 
181 
550 
577 
31 
69 


4,946 
PERSONS 


703 
1,263 
1,299 
1,686 

412 
2,044 
1,303 

814 
1,207 

81 

132 


45-54 55-64 65 years 
ears ears and over Total 
523 282 62 1,733 
536 247 55 1,803 
707 300 49 2,306 
1,097 408 38 5,451 
38 17 0 114 
492 215 16 1,926 
947 414 35 3,874 
271 163 33 1,541 
487 248 21 2,937 
50 31 6 194 
49 39 29 314 
5,197 2,364 344 22,193 
181 90 14 628 
663 224 28 2,373 
528 156 24 1,953 
132 39 3 642 
296 118 11 1,228 
1,231 339 31 5,113 
164 46 3 568 
506 163 24 2,939 
532 155 13 1,891 
24 6 0 86 
54 35 30 287 
4,311 1,371 181 17,708 
704 372 76 2,361 
1,199 471 83 4,176 
1,235 456 73 4,259 
1,229 447 41 6,093 
334 135 11 1,342 
1,723 554 47 7,039 
1,111 460 38 4,442 
777 326 57 4,480 
1,019 403 34 4,828 
74 37 6 280 
103 74 59 601 


Total 3,403 3,479 8,307 10,944 9,508 3,735 525 39,901 
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U26 INDUSTRY BY OCCUPATION 
Employed persons 


Agriculture, Forestry and Fishing 
Mining 

Manufacturing 

Electricity, Gas and Water Supply 
Construction 

Wholesale Trade 

Retail Trade 

Accommodation, Cafes and Restaurants 
Transport and Storage 

Communication Services 

Finance and Insurance 

Property and Business Services 
Government Administration and Defenc 
Education 

Health and Community Services 
Cultural and Recreational Services 
Personal and Other Services 
Non-classifiable economic units 

Not stated 


Total 


Managers 
and 
Admintrs. 


427 
11 
512 
14 
290 
210 
203 
17 
90 
23 
36 
162 
78 
97 
91 
30 
4 
13 
16 


2,361 


Profess- 
ionals 


31 
18 
208 
21 
50 
79 
127 
18 
129 
43 
39 
582 
225 


4,176 


Associate 
Profess- 
ionals 


43 
13 
262 
45 
236 
173 
941 
285 
187 
81 
145 
625 
229 
100 
463 
132 
266 
10 
23 


4,259 


Tradesp. 
and 
Related 
Workers 


99 

31 
1,599 
76 
1,630 
192 


Advanced Intermediate Intermediate 


Clerical 
and 
Service 
Workers 


18 


Clerical, 
Sales and 
Service 
Workers 


30 
23 
528 
26 
186 
574 
740 
460 
260 
98 
354 
431 
498 
643 
1,664 
142 
279 
38 
65 


7,039 


Production 
and 
Transport 
Workers 


93 

56 
1,053 
27 
536 
421 
616 


124 


4,442 


Elementary 
Clerical, 
Sales and 
Service 
Workers 


Labourers 
and 


Related Inadequately 


Workers 


666 

4 
1,020 
25 
548 
311 
562 
259 
101 


described 


= 
WWOUWADAWOUSR 


= 
o>) 
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U27 INDUSTRY SECTOR BY SEX 
Employed persons 


Males Females Persons 
Commonwealth Government 614 500 1,114 
State/Territory Government 1,784 2,559 4,343 
Local Government 573 207 780 
Private sector 18,594 13,897 32,491 
Community Development Employment Progra 0 3 3 
Not stated 630 545 1,175 


Total 22,195 17,711 39,906 
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U28 WEEKLY INDIVIDUAL INCOME BY AGE BY SEX (1 of 2) 
Persons aged 15 years and over 


15-19 20-24 25-34 35-44 45-54 55-64 65-74 75 years 
ears ears ears ears ears ears ears and over Total 
MALES 
Negative/Nil income 1,132 86 104 126 168 141 29 18 1,804 
$1-$39 236 12 13 29 25 21 7 4 347 
$40-$79 510 31 23 31 55 50 19 4 723 
$80-$119 389 102 50 57 92 82 57 24 853 
$120-$159 254 223 247 280 272 404 315 121 2,116 
$160-$199 187 245 445 405 524 881 1,152 564 4,403 
$200-$299 383 287 392 442 532 725 1,096 734 4,591 
$300-$399 243 310 433 482 457 481 505 370 3,281 
$400-$499 109 495 685 686 588 472 237 149 3,421 
$500-$599 54 379 901 950 785 469 152 103 3,793 
$600-$699 22 191 710 740 629 328 73 49 2,742 
$700-$799 8 112 523 683 598 275 50 24 2,273 
$800-$999 6 82 663 976 824 320 47 31 2,949 
$1,000-$1,499 0 34 473 1,015 814 290 24 15 2,665 
$1,500 or more 6 10 88 241 308 111 25 9 798 
Not stated 485 153 346 389 352 263 250 320 2,558 
Total 4,024 2,752 6,096 7,532 7,023 5,313 4,038 2,539 39,317 
FEMALES 

Negative/Nil income 966 121 250 420 664 392 50 24 2,887 
$1-$39 228 16 82 152 112 95 14 6 705 
$40-$79 554 54 276 293 154 98 48 16 1,493 
$80-$119 435 142 307 322 217 162 104 43 1,732 
$120-$159 321 196 385 429 419 551 335 148 2,784 
$160-$199 221 229 463 551 734 1,293 1,142 556 5,189 
$200-$299 393 437 949 1,111 988 1,068 1,323 1,247 7,516 
$300-$399 219 523 1,158 1,283 888 494 375 232 5,172 
$400-$499 59 410 970 1,049 790 349 131 123 3,881 
$500-$599 26 295 672 798 633 196 57 39 2,716 
$600-$699 6 96 416 449 381 119 25 18 1,510 
$700-$799 0 56 283 296 255 89 18 17 1,014 
$800-$999 0 23 293 325 291 81 14 9 1,036 
$1,000-$1,499 0 6 144 282 246 63 10 5 756 
$1,500 or more 5 6 27 52 44 24 7 5 170 
Not stated 395 147 360 465 405 314 323 458 2,867 


Total 3,828 2,757 7,035 8,277 7,221 5,388 3,976 2,946 41,428 


AUSTRALIAN BUREAU OF STATISTICS 2001 Census of Population and Housing 
Caboolture Shire Part A (SSD 30520) 728.7 sq. Kms 


U28 WEEKLY INDIVIDUAL INCOME BY AGE BY SEX (2 of 2) 
Persons aged 15 years and over 


15-19 20-24 25-34 35-44 45-54 55-64 65-74 75 years 
ears ‘ears ears ‘ears ears ears ears and over Total 
PERSONS 

Negative/Nil income 2,098 207 354 546 832 533 79 42 4,691 
$1-$39 464 28 95 181 137 116 21 10 1,052 
$40-$79 1,064 85 299 324 209 148 67 20 2,216 
$80-$119 824 244 357 379 309 244 161 67 2,585 
$120-$159 575 419 632 709 691 955 650 269 4,900 
$160-$199 408 474 908 956 1,258 2,174 2,294 1,120 9,592 
$200-$299 776 724 1,341 1,553 1,520 1,793 2,419 1,981 12,107 
$300-$399 462 833 1,591 1,765 1,345 975 880 602 8,453 
$400-$499 168 905 1,655 1,735 1,378 821 368 272 7,302 
$500-$599 80 674 1,573 1,748 1,418 665 209 142 6,509 
$600-$699 28 287 1,126 1,189 1,010 447 98 67 4,252 
$700-$799 8 168 806 979 853 364 68 41 3,287 
$800-$999 6 105 956 1,301 1,115 401 61 40 3,985 
$1,000-$1,499 0 40 617 1,297 1,060 353 34 20 3,421 
$1,500 or more 11 16 115 293 352 135 32 14 968 
Not stated 880 300 706 854 757 577 573 778 5,425 


Total 7,852 5,509 13,131 15,809 14,244 10,701 8,014 5,485 80,745 


